Jiaxing Heao Medical Equipment Company 


OUR PRODUCTS 


Our sport tapes and other products are made of high-quality materials with our 
unique production process. The product quality can compete with famous 
products. We have high cost performance. 

Here are ten products you can choose. 


Hockey tape 


White HOCKEY TAPE 


Cotton athletic tape 





Pink Cotton athletic tape 


Kinesiology tape 





Dark blue nylon four-sided elastic patch Kinesiology tape 


Light elastic adhesive bandage 


White Light elastic adhesive bandage 


Foam under wrap 





Black foam under wrap 


Rayon rigid strapping tape 


White Rayon rigid strapping tape 


Rayon finger tape 





Blue Cotton color Rayon finger tape 


Fixation-tapes 





Non-woven dressing roll Fixation tape 


Heavy elastic adhesive bandage 








white Heavy elastic adhesive bandage 


Self-adhesive bandage 





Red PBT self adhesive bandage 


